ROSE  WINDOW,  MEMORIAL  CHAPEL 
Lake  Junaluska,    N.  C. 

The  Rose  Window  over  the  ahar  is  a  memorial 
to  two  Lake  Junaluska  boys  who  gave  their 
lives  for  our  country.  The  symbol  IHS  repre- 
sents the  Savior,  being  an  abbreviated  form  of 
the  name  of  Jesus  in  Greek  capitals. 


